Pat Neff Hall is the pride of the Baylor 
University Campus. Named for the school's 
president, a former governor of Texas, the 
$285,000 structure houses administrative offices, 
the Texas Collection, the Strecker Museum, 
and classrooms. The $15,000 Cullen F. Thomas 
Carillon in the 150 foot tower rings quarter- 
hourly and sounds class periods. 
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